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Message Text 


UNCLASSIFIED 

PAGE 01 VIENNA 00872 311626Z 
72 

ACTION COME-OO 

INFO OCT-01 EUR-25 ISO-OO EB-11 RSC-01 /038 W 

020620 

R311538Z JAN 74 
FM AMEMBASSY VIENNA 
TO SECSTATE WASHDC 1445 
INFO AMEMBASSY BELGRADE 
AMEMBASSY WARSAW 
AMCONSUL ZAGREB 

UNCLAS VIENNA 0872 

E. O. 11652: N/A 
TAGS: BEXP, AU, YA, PO 

SUBJECT: BIOMEDICAL EQUIPMENT TRADE MISSION TO AUSTRIA, 

YUGOSLAVIA AND POLAND, MARCH 20 - APRIL 4, 1974 

REF: STATE 17697 

1. EMBASSY WELCOMES VISIT ADVANCE OFFICER HANPETER TO VIENNA 
ON OR ABOUT FEBRUARY 8. PLEASE ADVISE SOONEST ETA AND ITINERARY 
SO HOTEL CAN BE BOOKED. 

2. MISSION DATES MARCH 20-22 ACCEPTABLE TO POST. EWTC 
FACILITIES RESERVED FOR USE MISSION MEMBERS THOSE DATES, BUT 
COULD BE UTILIZED FOR TENTATIVE BOEING BETWEEN-SHOW PROMOTION. 
THERFORE WOULD APPRECIATE KNOWING SOONEST WHETHER MISSION MEMBERS 
PLAN TECHNICAL SEMINAR VIENNA OR INDIVIDUAL APPOINTMENTS ONLY. 

3. FOR RECENT INFO ON AUSTRIAN MARKET FOR BIOMEDICAL EQUIPMENT 
LISTED PARA 2 REFTEL, SUGGEST DEPT. REFER TO (A) VIENNA'S 

A-708, 10/28/72, PRIORITY PRODUCT LISTING FOR AUSTRIA; 

(B) EXPORT MARKET DIGEST NO. EMD 73-129, JUNE, 1973 QUOTE 
BIOMEDICAL EQUIPMENT AUSTRIA UNQUOTE; AND (C) GLOBAL MARKET 
SURVEY, QUOTE BIOMEDICAL EQUIPMENT UNQUOTE, JUNE 1973. HUMES 
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Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 31 JAN 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974VIENNA00872 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: VIENNA 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: linkl 974/newtext/tl 97401 1/aaaaaahk. tel 

Line Count: 50 
Locator: TEXT ON-LINE 
Office: ACTION COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: STATE 17697 
Review Action: RELEASED, APPROVED 
Review Authority: WorrelSW 
Review Comment: n/a 
Review Content Flags: 

Review Date: 09 OCT 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <09 OCT 2002 by elyme>; APPROVED <25-Nov-2002 by WorrelSW> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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